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            Abstract
          
        

        
          군용 항공 전자 시스템은 통합도 심화와 설계 복잡성 증가로 인해 높은 고장률, 유지보수 비용 상승, 공급업체 의존도 상승, 상호운용성 제한 등의 문제에 직면하고 있다. 본 연구는 이에 대한 해결책으로 SOSA(sensor open systems architecture) 표준 기반 모듈화 전략을 제안한다. 표준화된 인터페이스를 갖춘 임베디드 모듈 도입을 통해 독립적 업그레이드, 수명주기 비용 절감, 신기술의 신속한 통합이 가능하며, 확장 가능하고 지속 가능한 항공전자 아키텍처 구현에 기여한다.

        

        
          
            초록
          
        

        
          Military avionics systems face growing challenges, including high failure rates, rising maintenance costs, vendor dependency, and limited interoperability driven by increasing integration and design complexity. This study proposes a modularization strategy based on the Sensor Open Systems Architecture (SOSA) standard to address these challenges. By adopting SOSA-compliant embedded modules with standardized interfaces, defense systems can enable independent upgrades, reduce lifecycle costs, and accelerate technology insertion without full system redesign, thereby establishing a scalable and sustainable avionics architecture.
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